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FRIENDS'  MEETING  HOUSE  —  YORK,  PENNA 
Eastern  half  erected  1766,  with  the  western 
added  1783.    Phineas  Davis,  inventor  of 
clock,"  designer  and  builder  of  the  first  co 
ing  locomotive  was  married  here  to  Hanna" 
granddaughter  of  Wm.  Willis,  builder  of  the|Colonwl 
Courthouse  and  the  first  part  of  the  Meetin 
Located  200  blocks  West  Philadelphia  St 
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